220 W. & J. TIEBOUT, 


HYDRAULIC JACKS 


OILJAK 


Require little effort to raise capacity 
load; ram responds immediately when 
pumping handle up and down and holds 
the load or lowers to any point desired. 
Recommended especially for shipyard 
and marine railway use. For best re- 
sults the lightest oil obtainable should 
be used in refilling the jack. Stands up 
under the hardest working conditions 
without attention. Height lowered, 9, 
10, 11 inches respectively; height 
raised, 14, 15, 17 inches respectively. 
Furnished with 18-inch handle. 

Each 
No. JB5—Capacity 5 Tons. .$26.00 
No. JB10—Capacity 10 Tons.. 35.00 
No. JB20—Capacity 20 Tons.. 50.00 


CAPACITY 3 TONS 


Require little effort to raise a capacity 
load with one hand; ram responds immedi- 
ately when pumping the handle up and 
down and holds the load or lowers same at 
any point desired. Designed especially for 
boat storage yards. For best results only 
the lightest body oil should be used. Fur- 
nished with 18 inch handle. Height low- 
ered, 9 inches; height raised, 14 inches. 


Bach 
No. JB3—Capacity, 3 Tons; Wet. 
Eachy 12. Lbs) tegen. -6ec cts $16.50 


